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Exhibit No: 6006 To Contract: HF=CT-692' 
Date: Au ust 7, 1959 | a 


From: The Firewel Co., Inc. 
(Contrsctor) 


To: 
ontracting icer) 


1 
oo 


3 tem Part > 
~ No, NO CCN nc lature CO, CCI i tt Price dt Fotal Priee——_— 
or 
1 1 F205001 Reducer 50 45.0 2295.00 
2 F4300000-1 Reducer 30 67.556 2026% 80 
3. F9025—5 Flww Tester 45 38,02 1710.40 
| 2 F2578=5 Check Valve 40 11,04 pitty 
r2609-1 Clamp Caver 200 a h3 cS 
ee 6500.50 


C 


Prices are fair and reasonable and this ( 
Exhibit is hereby approved, 


Delivery: As Soon As Possible 


$ 5,500, 30 Contractor warrants prices conform to the 
; price formula in effect to date of the 
Exhibit, 


SIGNED: 


SIGNED: 
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